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"The experiments and observations quoted in this paper show definitely
that artifically infected flies, both house flies (M. domestica) and blow flies
(C. erythrocephala) are capable of infecting fluids, such as milk and syrup,
on which they feed and into which they fall. In the case of the house fly,
infected with certain microorganisms (B. prodigiosus and B. anthracis) gross
infection may be produced in milk for at least three days, and a smaller degree
of infection for ten days, or even longer. Blow flies produce gross infection
for six to nine days with non-spore-bearing microorganisms (B. prodigiosus
and B. pyocyaneus) and some degree of infection for three or four weeks. It
is probable, at any rate, in the later stages, that infection is mainly due either
to direct infection with the crop contents vomited through the proboscis, or
to indirect infection by means of the limbs which have been reinfected with
vomited material during the process of cleaning them."

RANGE OF FLIGHT OF FLIES.
306.

COPEMAN, S. M., HOWXETT, F. M. and MERKIMAN, G.   An Experimental In-
vestigation on the Range of Flight of Flies.    Reports to the Local Gov-
ernment Board, etc.   New Series, No. 53, London, 1911.   p. 10.
As the outcome of these experiments not only has evidence been obtained
not previously available, as to the range and rapidity of the flight of flies be-
tween their breeding place and human dwellings at a distance, but, in the par-
ticular case under consideration, proof has been afforded that flies, captured
in the village of Postwick, have made their way thither from the refuse deposit
on the Whitlingham Marshes, notwithstanding the fact that the river Yare
and, at Postwick Grove, a hill of moderate elevation, intervene.

Table giving details of Three Experiments on Range of Flight of Flies,

at Postwick.

Date.
	Weather.
	Time of liberation.
	Date of recovery of flies.
	Distance traveled in yards.

Aug. 20
	Dull
	12 to 2 p. m.
	Aug. 21
	400


	
	3 to 4 p. m.
	21
	1,085

21
	Bright
	4        p. m.
	22
	850


	
	
	23
	1,408

22
	Bright
	3        p. m.
	22
	300-700


	
	
	22
	800


	
	
	23
	850


	
	
	23
	1,050


	
	
	23
	1,027


	
	
	23
	1,173


	
	
	24
	997


	
	
	24
	1,027


	
	
	24
	850


	
	
	24
	980


	
	
	25
	1,408


	
	
	25-26
	850

